STAT 


ISTAT 


Approved For Release 2003/11/06 : CIA-RDP84-00933R0004001 70035-4 


ODP— 8 1— 7 
28 Ray 1181. 


MEMORANDUM FOR* Deputy Director loir Administration 

FROM* 


Bruce T « Johnson 
Director of Bata Process inn 


SUSJKCTt 


ODR Report for Yfem'k Rnding 2? May 1931 


Support to 


OB 


4C (Coasiunity-wM*# Cotapater-assieted, Goapartanentatiw, w^ntro* 
System) The first of parallel operation of 4C *nd 

uncovered several minor problems, mainly resulting Cron p*tn_ 
conversion. The problems were isolated an-! corrected* 


SAFE 


On Monday, 18 .May, the contractor began installing the raised 
floor in the SAFE Computer Ce nter. Expected completion detn it 


Friday, 12 June, 


f 


t*l Mn Me T. John, 


truce T« Johnson 
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